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WorkMod™ Wrist Saver 

Reduce fatigue and pain of typing on a 
computer keyboard with the innovative 
WorkMod Wrist Saver. This ergonomi- 
cally designed keyboard accessory 
stabilizes your wrist in a correct position 
while typing, reducing the risk of painful 
injuries. Ideal for use in your home or 
office. Includes a grounding cord for 
static control. The standard model fits 
keyboards up to 18" wide. The extended 
model fits keyboards up to 21" wide. 
NC73580 Standard Model 
NC73590 Extended Model 


WorkMod Neck Saver 

The WorkMod Neck Saver prevents neck 
and back strain in the home or office. With 
your screen raised to the correct height for 
viewing, the cause of strain is eliminated. 
The arm rotates 360° and adjusts to 9" 
above desktops. The durable steel and 
chrome construction supports up to 50 lbs. 
Available in clamp or surface mount. The 
clamp mount attaches without tools. 
NC73581 Clamp Mount 
NC73582 Surface Mount 


WorkMod Foot Rest 

Relax and put your feet up while working! 
Back pain and fatigue are reduced and 
comfort increased with the WorkMod 
Foot Rest. This multi-position foot rest 
slightly elevates feet, reducing pain and 
fatigue. The slightest pressure from your 
feet will adjust the foot rest to the correct 
position. This unique apparatus will 
even move with your feet when stretch- 
ing your legs. 

NC73583 


WorkMod™ Back Support 

Make your office or home more comfort- 
able with the WorkMod Back Support. 
This unique back support provides firm 
comfort for your lower back. By main- 
taining a correct sitting position, back 
discomfort and fatigue are relieved. This 
cushion is easy to put on chairs and 
stays in place during use. 

NC73585 
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